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Examiner*® tea® Howard w. Britten 

©roup Art suit B 35 

Ullng Bat® So?, *, 1969 

Serial I©* 873*826 

Applicant Theodor 1* sals on 

Invention letIOS PICOTI ABB VIDEOTAPE 

iBitise aid sense oostoql system 


Commissioner of Patents 
Washington 8«0» 20231 


Sir; 


Applicant resfeetfnllf requests a two-month extension of 
tin© to file the necessary response to th© araNmnleetlen of 
April 22 * 1971 * 

The reason for the requested' extension is that applicant*® 
grandfather has been ill* and applicant ha© not had an oppor¬ 
tunity to fully prepare th® necessary response. 

A duplicate copy of this request is enclosed for the 
Patent Office to indicate the action taken* 
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Theodor !• Belsoa 




